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we could bring over '.from Paris, and more than two months in which to get them in. perfect order, the eight-cylinder motor never gave more than one-half its normal power. Just why, I do not know even now. It worked weakly by fits and starts. The four-cylinder Lorraine-Dietrich did a little better, but during the first ten hours was not up to its mark. My log shows many entries like these: "L.I), worked 12 minutes and stopped 40 minutes. K.N.Y. ran 9 minutes and it was two hours before it started again." Engineer Yaniman and his two assistants Loud and Aubert, worked like Trojans. They did the best they could, but that unfortunately was not good enough; motors are proverbially coy and uncertain.
This first day out, with a quiet sea, and a gentle wind from the right direction, when we should have been making excellent progress on our course, we had a motor running about four hours altogether, and that at a reduced output of power. And in the afternoon the eight cylinder broke down entirely, Vaniman remarking that "It was no good and could be thrown overboard as ballast." So this day was virtually wasted. By nightfall, nearly ten hours out, we were sighted and reported by the steamer Coamo, about eighty miles from Atlantic City, when we should have been two hundred.